GRACE LINE 
New Santa Rosa New Santa Paula 


These new Queens of the Grace Line fleet, Custom Built 
for Caribbean Cruising, have all the brilliance of fine 
resorts, all the last-word comforts of luxury hotels. 
Completely air-conditioned; all rooms are outside, each 
with private bath; topside La Playa decks offer largest 
outdoor swimming pools afloat, expansive areas for 
sunning and sport, Friday sailings from New York on 
12-Day Cruises to five colorful ports in the Caribbean, 
South America, Florida. 
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